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residents at odds on K-MarL 



The Antioch Chamber of Commerce and 
Industry brought out their heavy artillery at 
the information hearing held at the Old Fire 
House, on Tuesday, May 26. 
' The meeting was held to give Antioch 
residents and the Antioch Chamber of Com- 
merce and Industry a chance to learn more 
and give opinions on the shopping complex, 
featuring a K-Mart store, being proposed on 
Rte. 83, just north of theintersection of North 
Ave. 

The heads of the three local, financial in- 
stitutions and many of the Lake and Main St. 
and Antioch Shopping Plaza merchants were 
there to state their feelings on the issuance of 
industrial bonds to help lower the interest 
.rates on the financing of the development by 
Ramco-Gershenson, rated nationally as the 
26th largest developer of retail space. 

Dennis Gershenson, developer, told the 
many members' of the Chamber and 
numerous residents present, that his com- 
pany was asking for the revenue bonds to 
lower the complex's mortgageMnterest rate 



because there was no longer long-term con- 
ventional interest rates available. 

He claimed that retail building costs had 
risen from $18 a square foot in 1977, to $26 a 
square foot in 1981. 

In pointing out the advantages that the 
complex would bring to the village and the 
surrounding area, Gershenson listed the ad- 
ditional employment, ergo more money, with 
an expected $1 million-plus annually in 



wages, to be spent in the area. 

He said that $17,000 in annual sales tax 
revenue for thejvillage was to be expected,, 
along with an increase in the tax base and the 
transformation of empty land into revenue- 
producing land to alleviate property and 
school taxes. 

The developer's list was punctuated with 
seven and eight figure numbers, $24 million 
brought into the community for the life of the 



leases.with the village reaping $340,000 and 
_the schools $1,360,000 in the same amount of 
(Continued on Page^t) 
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More for than 
against bonds 

Mayor Ray Toft says that he is under the 
impression that more people present at the 
.informational meeting' on the K-Mart com- 
plex, on Tuesday "May 26, were in favor of 
the advent of the complex and the use of in- 
dustrial revenue bonds to bring this about, 
than were against it. 

T.oftlsaid._although the letter from the 

Chamber and its spokemen.says that the en- 
tire Chamber is against the use of the bonds 
in this way, he has spoken to many Chamber 
members who are not in accordance with 
those statements against the bond issuance. 
He says that he feels that the pressure again- 
st K-Mart is only coming from a few Cham- 
ber members. - 

-The next step is for the permit, planning 
arid zoning committee headed by new trustee 
Rod White, to meet, decide what conditions 
Ramco-Gershenson' must meet, and then 
make its recommendations to the village 
board' which will in turn negotiate with the 
developer and then vQle on whether or not to 
issue the bonds for the financing of the com- 
plex. 

The time element Toft forsees is that of- two 
or three months. 

Dennis Gershenson, Ramco-Gershenson, 
"the c^mplex'silgveloperrsaldnat'Tuesday's" 
meeting, that anopening target date for the 
complex has been set for the summer ofl982. 



Some 225 senior, athletes, cheerleaders, 
pompon squad member, color guard mem- 
bers, state qualifiers and their parents at- 
tended Antioch Community High School's 
athletic banquet, Wednesday, May 27, in the 
high school cafeteria and auditorium. 

This was the 40th year that the local An- 
tioch Lions Club has sponsored such an 
event. * \ 

Jerry Ippoliti, assistant athletic director 
Jrom No rthern Illinois University, gave the 
main address. The former coljege.coach and 
pro football scout pointed out the importance 
of setting goals in attempting to. improve 
one's self; not only in athletics but in any en- 
deavor in which one engages. 

Edward Abderholden, Jr. acted as the 
* master of, ceremonies for the evening. Lion 
President James Knigge welcomed the 
athletes and guests and senior John Ploss 
represented the athletes and gave the 
response to the welcome. 



Dr. Verno n Ol son, Antioch Evangelical 
Free Church gave the invocation. 

Special recognition was given to the in- 
dividual state qualifiers: Donna Ruggles, 
girls' cross country; Ted Bessette and Jeff 
Nieze, wrestling; Kevin Sheahan, track; Bob 
Otten, both cross country and track. 

Lion Knigge, with the assistance of Lion 
William Seemann, made the special awards 
for most valuable players, as Lear indicated 
the accomplishments of each athlete. 

The following most valuable were named 

Name Heaths 
highway 7 



for'1980-81; golf, DaveWitek; football, Mark 
Pomazak; cross country, Bob Otten; field 
hockey, Laura Ogden; volleyball, Sharon 
Neubauer; tennis, Tracy Witt; cross coun- 
' try, Donna Ruggles; wrestling; Ted Besset- 
te; basketball, Dee.Maras; bowling, Cindy- 
Toole; . gymnastics, Tracy Ernstmeyer; 
basketball, Tracy Manuel; baseball, Steve 
Sheedlo; track, Bob Otten; tennis, Dan 
Rezin; softbail, Laura Ogden; and track, 
Michelle Miller. 

The nominations for the James J. Walsh 
Outstanding Senior Athlete and Cheerleader 
awards weref cheerleader, Jennifer 
Bowman and Ann Sertic; senior girl, Chris 
Byrne, Tracy Ernstmeyer, Sharon Neubauer 
and Laura Ogden; senior boy, Ted Bessette, 
Dee Maras, Bob Often, John Ploss and Mark 
Pomazak. " . ; V 

The outstanding cheerleader was Jennifer 
Bowman, outstanding senior girl athlete, 
Chris Byrne,, and the outstanding senior boy 
athlete,_BobLotten. Congratulation s were 
given all these fine athletes. 



Class of 1 926 

Winner of The Antioch News con- 
test to name the most members of 
the Class of 1926 of Antioch High 
School, pictured on fast week's front 
page, is Peg Harrison, who was a__ 
member of the class. 

Peg was the first one to have all - 
the correct identifications into the 
newspaper office. She will receive a 
dinner for two at the Wunder Bar, 
• Did you recognize any of those An-, 
tioch residents pictured? 

They are, rear Jrom left, Lewis . 
Barthel, Myrtle Norman Bar- 
nstable, Ruth Minto, Irene Sheehan ■ 
Tobin, .Shirley Fletcher, Helen 
Bauck (class advisor and play direc- 
tor}, Norma Sebora Patrick, Eric/ 
Noe, Gladys Barthel Smith, 
Margaret Runyard Brady, Louise 
Sheehan MeClure.. 

In the front row.. .from left arc. 
Bernicc Folbrick Reisser, Margaret 
Dunn Harrison, Charles Alvers. Ber- 
nadine Walsh Murray, Vida Palmer 
Shurineson, Lester Hamiin, Una 
Dalzicl Tronson and Leslie Palmer. 

Not shown in the picture was class 
.member Oliver Hughes. Who knows, 
'maybe he was the one taking the pic- 
JurelSSshort years ago. — 



QUAKER DONATES — 
From left. Dee Lang, 
porks program and 
Cladette Skvarce, chair- 
man, accept donation for 
parks program's Fourth 
of July celebration from 
Gib Petzke, QjOaker per- 
sonnel - director,. P.hoto by 
Gloria Davis 



Fishing report 

According to Ed Sorenson of 
Sorenson Bait Shop, the fishing at 



the s^outh end of Lake Catherine was" 
very productive last ^week^ with the^ 
fisherman pulling -f" in "^ crappies, 
bluegills, catfish and walleyes, i 

.'Those dropping their lines in at the 
"northwest end of Chan nel Lake h ad 
^about the 'same luck "along- with 
shagging some bassi:: 



\ Dave HeatlTwas appointed to take Blaine 
Ring's place as Antioch Township highway 
commissioner at an executive. session of a 
special meeting held by the Antioch Town; 
ship Board, at 1 p.m., on FridayJWay 29! 

Heath, _ who was. an. elected trustee of the 
township,:absenied himself from, the special 
session where he was selected out of 11 can- 
didates to the$21 1 80Qtownship-job. 




According to Antioch Township Supervisor 
Jim* Fields, he and the- board have can- . 
-didates in mind for the trustee. post that 
Heath "immediately^ resigned -from- upon ~ 
being appointed.highway commissioner. 

Heath/ as well as the newly appointed, 
trustee, will have to" runTfor "the appointed 
posts in the 1983 township election. 
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Carthage 




Six Antioch students were 
among the 347 students who 
received .degrees from Car- 
thage* College Sunday, May 
24'. ." '• 



FIREFIGHTERS. CERTIFIED — Five members of the^Antioch Fire Dept. passed 
state of Illinois Certified Firefighter 2 exam. From left rear, Capt. Ray Gallaher, 
^KerfCichon, Asst. Chief BlllCarneyrFromleft front, Doug Lidom, Scott Kiederlenr 
Ed Gromala, Jim Cole and Fire Chief Tod AAaplethorpe. 



EASTERN DEGREE 

Andrew Proctor of Antioch 
received a bachelor of scien- 
ce degree in business from 
Eastern Illinois University, 
Charleston. 



Students receiving 
bachelor of arts degrees are: 
Janel Behling, elementary 
education 'major; William 
M. Corey, business ad: 
ministration;' Steven 
Langerock, .'. business ad-, 
ministration ahd ac- 
counting; Richard Martin, 
business, administration; 
and Martha A. Sutton, 
elementary education. 

Receiving master in 
.education— degree — js:- 
Ehzabeih Ann Johan- 
sen, language arts. 





RECEIVES DEGREE 

Joanna Vasek, 617 Phillips 
Circle, Antioch was one of 
446 seniors to receive a 
bachelor's degree at the 
116th commencement of 
Luther College, Decorah, 
Iowa. 



GROTH— SLOVICK 

Mr. and Mrs. Daniel Groth of Antioch announce the 

"engagemenrof their"daughterrSusan~Groth~of-Antiochr to 

Robert Slovick of Elmhurst, son of Dr. and Mrs, Jerome 

SlovickofElmhurst. 

-ThP pniiplf* is planninga- June-wedding at St. Peter' s Chur- 

ch in Antioch. 

The bride-to-be is a 1978 graduate of Antioch Community 
High School and anticipates receiving her bachelor of science 
degree in psychology from Loyola Univeristy of Chicago in 
1982 

The groom-elect, a 1977 graduate of York High School, is 
studying dentistry at the University of Illinois Medical Cen- 
ter School of Dentistry. He anticipates a 1984 doctorate of 
dental science degree. 
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STICK BENZ— SPIES 

Mr. and Mrs, Joseph W. Slerbenz of Antioch announce the 
engagement of their daughter, Kathy Sterbenz of Antiocli, to 
Daniel Spies of Tower Lakes, Bamngton, son of Mr. and Mrs. 
Paul A . Spies of Tower Lakes^-Barnngton. 

The couple is planning a June wedding to.be performed by 
Fr. Timothy O'Brien of Marquette University in. Milwaukee, 
Wis. 

The bride-to-be, a 1979 graduate of Antioch Community 
High School, attended a semester at sea through the Univer- 
sity of Colorado. She is employed as a photographer assistant 
-lor Ronald Gould in Chicago. 



The groom-elect, _a_1977_graduate oLBarrington Com- 
munity High School, is a 1981 graduate of Marquette Univer-_ 
sity with a major in speech and a minor in psychology. He is 
currently employed with the Dept. of Natural Resources in 
Milwaukee. ' * 

, The couple, plans 'to settle in- Ann Arbor, Mich., where the 
groomn will be continuing his education in a masters 
program in the natural resources department of "the Univer- 
sity of Michigan. 



Obstetrics & Gynecology 
Y. K. Jeon f M.D. 

Announces the opening of 
hls^medical practicelimiteil 
to OB/GYN. os of June 1st. 
1981. 

Heritage Medical Center 

800 North Main St. " , ^ 
Room 3 Downstairs 
£ — Antioch^UL^ — 3S 
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Hours By Appointment 

(312)395-2200 

24 Hour Answering Service 

~ Hospital AffHiotiorr r^ . 
Victory Memorial Hospital and St. Therese Hospital 



Collect AntioGh's-firiest— 'Wflarab[es".-Simplv-m3kea qualifying depasiuala-new_ar_flxisting, 
account, and receive an Antioch Savings T-Shirt, Hat or Jacket Free" or "at greatly reduced 

prices^ Deposit $100.00 or more to a N.O.W. Checking Account 

T-Shirt $3.50 
Hat $3.75 - - " 

-$2i;oo^"~ 



Jacket 



T-Shirt 

.Hat 

Jacket 



Deposit to a New or Existing Savings or Certificate of Deposit. ■ 

S250.00 or more SI, 000.00 or more $5,000 ormore 

-$3.00 $1.00 $ Free 

$3.50 "V $1.00 *T $ Free 

$20.00 $15.00 $10.00 
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_ AVINGS 

& LOAN ASSN. 

425 Lake Street . Harbor Ridge ^ 

Antioch, III.-60002 ^Grass Lake Rd. & Rt. 59_ 
'(312)395-3030. , (312)395-3030 
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When I think about it 



College 'Assassination', game that goes too far 



by GLORIA DAVIS 

The playing of shocking nonsensical games 
on college campuses is certainly nothing new 
and most of those students who ate live gold- 
fish in the 192Q's, participated in the '50's 



penmgs, the thought of which still brings ^ adults spending the bulk of their school day fear and then to anger 



tears to my eyes?. 
. The more that, 



I thought . about young 



planning and plotting the psuedo-murder of a 
classmate or teacher, sickness turned into' 



The fear was for a future peopled by those 
Continued on Page 10 l'.\ ° r . 
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stuffing of bodies into a telephone booth, the 
60'§ pantyraids or sped througrTthe streets of 
our nation's college towns, either riding on or. 
pushing a bed, in the 1970' s, are today's 
responsible citizens. 

This outlandishness was looked upon with 
a "kids will-be kids" attitude, an attempt to 
shock older generations or a release from the 
tensions of a search for knowledge. 

During the final months of the last college 
semester, a new college craze was born, one 
that was evidently brought on lay current 
newspaper headlines, as ivy covered walls 
everywhere were filled with studentsViaying 
'Assassination" 
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Continued from Page I* ' 
time. • 

Gershenson enumerated the advantages of 
using the acereage for retail use oyer that of 
residential, saying that retail facilities do not 
draw on the .local services as heavily as do 
residential areas and. also. does, not add 
children to the school system, thfls raising 
school taxes. , ' '■ 

Chamber rnem6ers reiterated their stand 

Against the use of industrial revenue bonds 

for retail use. Mark McKinney, of the Ah- 

Jioch .Savings, and Loan and. also Chamber 

president, stated this in the name of the 

Chamber. . Standing behind this statement 

were Bill Brook, Antioch State Bank, and 

Peter eleven, First-National_Bank_of„An^ 

tioch. 
In answer to questions referring to the 



dustrial bonds for retail building was financial institutions had been forced to 
brought up, with mention made to existing change business techniques, 
law suits filed on this subject in other areas. eleven countered with, "The financial in- 
Gershenson answered this by saying that ..stftutionsdidn'trchangetnerules, thegovern- 
industrial bonds were a "bonding arm mentdid." 



created by the state that in no way obligates 
the community," underlining the fact that 
the law passed by the state specifically. in- 
cludes commercial development. 



. Then -the other side got their licks in. One 
resident made the applause-drawing com- 
ment that , the people .were tired of sub- 
sidizing the downtown merchants with '.'their 
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The toy stores of our university towns were 
sold out of dart guns, as young men and 
wome n alike s kulked throu g h colle ge do rms, 
lurked around classroom corners, doning 
disguises to lay in wait for the "enemy." 

According to the rules, the "victim" had to threat that the complex might open up in an 
be hit by the darts three times before the area adjacent to the village, creating the 
"assassin" was considered victorious. same problems that some are opposed to 

To me, the thought of swallowing a live without giving the village any of the financial 
goldfish makes my stomach do flip-flops and remuneration, Gershenson said neither yes 
the telephone booth stuffings, panty raids or no but did underline the fact that Ramco- 
and bed races were ridiculous, yet sounded Gershenson and K-Mart wanted to come into 
like harmless fun, but making a game out of the village of Antioch. 
the horrifying headlines written by malad- He also was non-cbmmital to questions as 
justed psychotic killers seems not only sick, to the complex's realization if the industrial 
but sends chills up and down my spine. bonds were not forthcoming. - 

Reportedly, psychiatrists are looking upon Tne question of the legality of the use of in- 
these latest "school-boy pranks" as nothing 
but more harmless tension releases. 

Well sorry folks, but my unfreudian sen- 
sitivities react differently. 

When I first heard about this new game, I 
felt a sickness in the pit of my stomach. The 
word r "game" signifies fun. How can 
someone make fun out of the horrendous hap- 



~ Bill Brook said/'Using industrial bonds in inflated prices. 

this way seems to me not to be in the spirit of Other comments were that the taxpaying 

fair play in relation to the community." residents were tired of the Chamber's for- 

Chester Dubas, owner of Ben Franklin, ob- ■ cing them to pay resort prices all year round, 

viously one of those destined to be in com- A builder from Round Lake Beach, where 

petition with K-Mart, accused the developer Ramco-Gershenson had developed a K-Mart, 

of saving $500,000 per year with the use of the extolled the benefits, revenue .and im- 
-industrial bonds, giving-thecomplex-owners—provements-thaLthe complex had broughtto- 
money to work with over a 20-year period^ his area, calling it "a magnet stored 

money that the downtown merchants would Bill Pattersen intimated that Round Lake 

not have. had no downtown area to ruin because it had 

After predicting a dilution of the downtown nothing to speak of before, the advent of the 

by the complex, Dubas said, "Big people shopping complexes, 

can't, come in here and wipe the little guys Everett Oftedahl, owner of Frostee Snow, 

out," adding, "You don't build Rockefeller a spoke infavor of the complex getting the bon- 

houjse for half price." ds, saying that, giving the bonds to them 

Gershenson said "I am not K-Mart, I would in no way lessen those bonds available 

represent a developer" and then attempted to future industry. 

to justify the bond usage as. opposed to the He added that he thought that downtown 
way that the present merchants had business would only suffer temporarily and 
established themselves in past years, by that the complex would lead to additional in- 
stating that times had changed and even the dustrial and residential growth. 
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fmrrions 
graduates 

Emmons .Grade School 
Dist. 33, Antioch named 23 
candidates lor its 1981 
graduation class. The 
following students were 
named as candidates lor the 
Mqy 29 graduation. 

Andrew Joseph Anderson. Liia Mario 
Feins Applohons, John Jay Sapless, Donise 
RoKonno Boudin, Dealt Patrick Brenner 
and Donald McKay Chlsholm. 

Gory Eugcna Gombor, Mark James 
Gedufdig, Polrkla Ann Grego. Carlo Jo 
Hansen and Andrea tea Jahncko. 

Daniel Roberl Kanaboy. Kenneth Paul 
Kleon. Kathleen Joan lawranco, Michelle 
Shovaun Moginat, Kelly Grace O'Connor 
and Bradley Robert Paultor. 

Timolhy Alon Raven. Thomas Malhow 
5ompollnskir Handy-Jay Slolskal, Brendo 
Su e We bb. James Michael Wllek and Erik 
Christoahor Zoior. 



Ready To 



^Anytime 

If you should have ques- 
tions about any_ pre- 
scribed or. over-the-coun- 
ter^ fhediciner our phar- 
macists will gladly help. 
See us for _ pharmacy 
needs. ti~' • 



United Methodist 
Church of Antioch 

Sunday Hours Begin 

June 7th 
^Worship at 9 a.m. 

Nursery Provided 
All Are Welcome 

(312)395-1259 





Thank 



V/e w/sh to extend our heartfelt thanksto Father 
Kub and St. Peters cho/r for fhe beautlfu/^rlqss of- 
fered for our loved one Blaine RJngf^ 




Thank you to St. Peters Woman's Club; the Antioch 
Police Dept., Antioch Rescue Squad, Lake l V/f la 
VFW Post 4308 and Strang Funeral Horned 



Many thanks to those^who brqy^jJoqd^made % 
contributions, sent flowers and ^ cm^ian^q// fhe 
'ofher thoughtful things you did fqrus^ 



The Fdmilybf Blaine Ring 



prat ect your valuables from theft oir damage ibi a . 




Ydur valuable possessions belong in fhe Bank for safekeeping during 
vacations and business trips. Don't risk an' unhappy homecoming! Protect 
your valuables before you leave in a Properly Storage Compartment 
available in our Safe Deposit Vault. If it's worth keeping, it's worth keeping 
safe, and for just $2.00 a day your jewelry, legal documents, family heir- 
looms, coin collections, etc., will be kept fire proof and theft proof until you 
return. For more information regarding this new Bank service, contact our 
Safe Deposit Vault Department at 395-2700. 
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1 topics of gwioral fntorait, approximately 150 wordi or fnu-ond bo. 

■Ign*d with homo addreit and.tolophono number. Guoil odltortali 



OPINION 

or* ol*o Invited. They should bo a minimum of 250 words and f lanod./ i 



The odltor rosorvn the right to condonso all malarial addrenod t 

thli pago. . | ' 



Take a close look 




The 

' ■ .1 ■ 

Time 
Machine 



. Judging from some of the viewpoints ex- 
pressed at a public meeting on the proposed 
K-Mart shopping complex,, the Antioch News 
might well be seeking letters from residents 
on thesubject of what's wrong with shopping 

.in Antioch instead of promoting letters on 
"Why I Like to'Shop in Antioch" as we are in 
an effort to spur the shop-at-home spirit. 
" Since we always have looked with pride 
upon the variety and quality of retail 
facilities in Antioch, it was surprising to hear 
the deplh and intensity of the criticism 
voiced at the meeting about local merchants. 

-Obviouslyr-not-everyone-in-Antioch-shares- 
our feeling of pride or has been infested with 
the boosterism of the Antioch Chamber of 
Commerce and Industry . 

Calls for more competition, lower prices, 
greater variety, improved service, and so 
forth, as revealed in the K-Mart debate are 
too. prevalent, to be dismissed as the ex- 
pressions of malcontents or soreheads. 



Letter to the editor 



These opinions are being expressed by the 
same people Antioch merchants rely on for 
substantial patronage. What's wrong? 

Without getting into the merits of the 
-village—issuing- $5-i mUlion^in^industna^ 
revenue bonds to entice new shopping 
facilities, it can be stated that the debate has 
been worthwhile in bringing about' a hard 
look at exactly how the buying public views 
shopping in Antioch. 

To be sure, there's room for improvement. 
Business leaders and concerned merchants 
will be making a mistake if they ignore the 
isriticsn^aTdless^rwHaPhappens in the - 
revenue bond controversy. Competition is 
too intense these days and profit margins are 
too slim to take a callous view of citizens who 
look with less than favor upon retail facilities 
in Antioch. 

The consumers are speaking. They de- 
serve a hearing. -■* 



50 YEARS AGO: JUNE 4, 1931 

Tnree Antioch boys receive Rhodes awards.Kenneth Den- 
mah was awarded the Rhodes gold medal at the com-.. 
mencement exercises at the high school Monday evening. 
Howard Schneider was presented with the silver, medal and 
Harold Sheen was awarded a bronze medal. 

Will Lake County supervisors again disregard the Illinois 
statute regarding the payment of illegal claims when the 
-board meets Tuesday in one of the mOTtJmpOTtonts^sjonsoif_ 
the year? Will county officials again jeopardize their official 
positions and perhaps embarrass their bondsmen by issuing 
orders and checks for the payment of bills known to be 
illegal? These are the questions in the minds of thousands of 
Lake County taxpayers who intend to watch with closest 
scrutiny the official acts as they transpire during the super- 
visor board session scheduled to begin this Tuesday. 

HarolfLT>t*er t an employe at the Whitmore Chevrol et 



LAMBASTS ARTICLE . 

i _ 

Editor: 

In your May 4 column you 
took on the weighty topic of 
sexual harassment on the 
job. In the attempt, you 
presented the readers with 
faulty logic, simplistic con- 
clusions and little else. 

Sexual harassment is a 
reality jvhich- cannot be 
dismissed' lightly. Let me 
point out some of your 
logical fallacies. 

At the beginning Of your 
column-you introduced the 



term'"sexual harassment", 
then attempted to define it 
using phrases such as* "girl 
watching", "admiring glan- 
ces'.' and "compliments": 

If — sexual harassment' 
could be defined so simply, 
our" nation's state and, 
federal judges would not 
have to preside over 
numerous, lengthy trials 
dealing with this particular 
type of abuse.- 

Sexual harassment has 
become a complicated legal 
question which I tremble to 



see you dismiss with J two 
columns of pure conjecture 
and innuendo, (i.e. women 
get what they deserve, 
women ask for this, type of 
treatment, etc.). _ 

The height of illogic is to 
call upon the ultimate 
.authority, "God", to support 
your view that beauty was 
meant to be appreciated, 
thus the gift of sight. 

In this statement you ac- 
tually imply that ap- 
preciation of beauty is 
similar, if not identical to 



sexual harassment. 

I would not object so 
strenuously to your opinion if 
it were not published. The 
mere fact that your words 
were printed gives your 
opinion more weight than it 
deserves. , 

I would remind. _the._ 
readers of this" paper that 
written words are powerful 
only when they carry con- 
viction based upon evidence. 

Christina Lindberg 
' Antioch 



Along the way 
with ANNIE MAE 




I've been told by "them that should know" that the-Antioch' 
State Bankjs Bucky Banker can be made to actually talk to 
the bank's customers. . -. . 

Maybe someone can tell us why Bucky isn't allowed to be a 
little more friendly. - 



All the hoopla and signs spuring on the Antioch Sequoits 
during their basketball triumps were really great. , 

Not so great is some of the uncalled for aftermath, like the 
traffic signs that are spray painted with "Go Sequoit" sen- 
timents on Rte. 17.3 all the way back from Rockford. 



Kathryn Oddsen is among the 173 students at Augustana 
College to be inducted into Aristeia Honor.Society. 



Congratulations to St. Joseph College's Jennifer Bellucci 
who has been named to the Halleck Student Union Board of 
the college for the 1981-82 school year. 



Another college student that Antioch can be proud of is 
Tami Suzanne Dyson, who has been recognized for her 
scholastic achievments by being included on the dean's list at 
Illinois State Unversity, Normal. 



What's. this I hear about a new mens' club being formed? 

•The Poor Maligned Husbands of Irish Lasses" is the newest 

and most exclusive men's club in town. - 

Meetings are held at the Bee Hive Restaurant, at 8 a.m., on 
Saturdays. • 

Any men interested in joining should see Paul, Jim, Ai. No 
Irish husbands allowed because "They wouldn't un- 
derstand." 



company, has moved from Chicago to a residence near Loon- 
Lake. He and His family moved Saturday. 

Miss Margaret Dunn began her duties in the Powles Meat 
Market on Decoration Day and will work there through the 
summer months. 

Mr. and Mrs. Herman Rosing have moved from the Claude 
Brogan house on Lake Street to rooms above the National 
Tea store/The Brogan house is now occupied by Mr. and Mrs. 
Sam Sorenson, who have moved from the C.E. Blunt house on 
Victoria Street. 
20 YEARS AGO: MAY 31, 1951 

Robert C. Peck, manager of the Keno Family Drive-in 
Theatre, announces the grand opening and latest addition to 
the drive-in, ''Monkey .Village." Mr. Peck says that the plan- 
ning and construction of this new addition, consisting of real 
live monkeys, has been in the planning stage for several mon- 
ths. He spent time working with Marlin Perkins TV star on 
Chicago television; and director of the Lincoln Park Zoo. 

Dr. Calvin Midgley, a member of the Parents club of the 
Antioch High School gave a talk Monday night in the Ela- 
Vernon High School on the aims and purposes of a parents ' 
club in a high school. - ^ 

— ^While yesterday was scheduled as moving day for the An- 
•tioch post office, it never took place. Lack of final in- 
structions was said to have caused the postmaster, Roy 
Kufaik, to remain until today at the old Main Street location. 
Someone suggested that the delay in Kufalk's orders may 
have been due to poor mail service. : 

Lorraine Bock is valedictorian and Ann "Mattson is 
salutatorian of the graduating class at Antioch High School 
this year. 

10 YEARS AGO: JUNE 3, 1971 

The Antioch Middle School band is preparing for its trip to 
Washington D.C. where they will perform on the steps of the ' 
Capitol and at Walter Reed Hospital. George Olisar is band 
director. 

Mike O'Neill, president of the 1971 Antioch High School 
senior class and Chip Gross, will be the speakers at the June 6 
graduation ceremonies in the new-high school gymnasium. 
Donna Kessler and Reed Ano, queen and king of the 1971 
prom will serve as the official escorts at the 56th annual 
-ceremony. ■'■-•*■--- 

Mrs. Elaine Palm; representing LaVerhe Wood of the First 
NatiohalBank, presented $100 check to Band Director 
George Olisar to help defray the expense of the Washington 
D.C. trip. ■ 



More congrats are in order to Richard Dauck who is due to 
take that fatal step down he matrimonial aisle on June 6, just 
"a f teifnegra dua tes from ; t he sehoolof-engineering a t Wiscon^ 
sin Riiver Falls. 



Dee Lang o f the parks and recreation progr am-te llsjmti 
„thaLthe searchisjon torjlns year^sMiss A ntioch. ~ 




'A newspaper dedicated 

tq people marching 
to their own drummers." 



Shop at home 

* 

The Antioch News, is seeking to re- 
kindle the Shop at Home spirit by ac- 
cepting letters on "Why I like to Shop in 
Antioch;'' 



The News will offer. al$l 10 prize for the 




best fetters submitted on the subject. We 
think it is worthwhile sharing the 
feelings of Antioch residents who have a 
p ref e ren ce for dbirig ^business in the ir 
hometown. 



Watch ;f or . selected letters : 
issues of The Antioch News. 



in coming 



Few contestants have applied so far, so come on all you 
gorgeous Antioch lassies, between 16 and 21 years of age, this 
is your chance to represent your village at different func- 
tions, including the county fair. 



Looks like the Antioch News office is about .to loose a= 
familiar face, a pretty one that has been selling News ads forj 
quite a while. , 

•Lovely Liz Lofgreri is off to hop around the Playboy Club alt? 
Lake Geneva where she will soon be their newest Playboy^ 
•Bunny. Sji 




952 Main Street- 



Antioch, Illinois 60002^ 

(USPS 027-080) 

Published weekly on Mondays. Annual ^subscription 
$6.50 tn Lake, McHenry, Kenosha and Cook Counties; 
$9.50 elsewhere. Single copy IS cents. Entered as Second 
Class matter, at, Antioch,' Illinois post office. In case of 
change of address or non-delivered copies, notify the 
Publisher, 752 Main Street. Antioch. \l}ino\s.b0002. 
Phone (312)395-8700 



All you joggers and runners, don't forget the.par.ks and 
recreation's road race on June 7. - ' 

That's the same day as the annual Antioch Fire Dept. Dan^ 
ce. — = s =^t=e 



The hardier Antiochans can run in the morning and dance* 
all night; ^ sM^C . .__\. , V 

Registration previous to the race is $5, on the day of the 
race $6. "' 



Harold R. Kirchhardt 

President 9. 



William H. Schroeder 

sJ-Editatfi.Hub/lsfier-l 



Gloria Davis 
• News Editor~ 
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Recipe of the 





ices are 
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Unit pricing has made it simpler for shop- 
pers to compare values injnany products, 
but one place it becomes misleading is in the 
spice department, according to the 
American Spice Trade Assn. 

'■'Looking at the price^per^ pound of 
something like cloves is a little like figuring" 
the per quart price of Channel No, 5," the 
association observes. "While the figure may 
be fascinating, it has no relation to usage and 
therefore value." 

-The association notes that the prices of 
spices have been increasing along with those 
of all the other products in the supermarkets.; 



price, is the way to measure cost. 



To/illustrate, the spice association's home 
economists 'have taken typical uses for 
various spices and calculated how many ser- 
vings can be obtained from a standard small 
-containeLJ Elbr example, they re port that a 
one and a half ounce tin.ot ground cinnamon 
will be sufficient for 456 portions of apple pie. 
A onfr-ounce can of ground black pepper will 
yield enough sprinkles of 14^0 fried eggs. A 
half 
quarts 

Spices also need to be considered in 




down, based en average supermarket prices 
in the New York area in September, 1979. As' 
shown, the real costs of seasoning, even 
when two or three spices are added, are only 
a small fraction of the total. 

The spice home economists point out that 
creative seasoning jean often be, a. budget 
stretcher. Plain; -completely— unseasoned- 
pasta, for example, would have no appeal to 
most people, but when it's given a savory 
Italian sauce, it becomes a budget-stretching 



Rising costs of the raw materials, usually relation to today's costs of the foods they are 
from overseas, have been t he main factor. In seaso ning. For the following recipes the 
spices, however, the yield, jnot the package spice association did a complete cost break- 



luniiiiiifiiimnnniiofiHiiiiiiiiiiiuufiiuiiiitiiiiiiiiiiHiiiiiiiiiiiitiiiiiuiiiiiiiiiiiiiiiitiiiiifiifiiiiHiifffiiiiitiiuiiniiiiiiiuii 



-ounce can of basil is endugh to flavor <20 delight. Baked bean lovers would find un 
rts of Italian meat sauce. , seasoned beans Wdlv Dalatable! Lettuc* 



seasoned beans hardly palatable! Lettuce- 
without a seasoned j .dressing is hardly, a 
salad. 



M ■: 




Hunters Stew 

3 tablespoons salad oil 

l-'/2 pounds stewing beef, cut into 1-inch 

cubes 

l-'/2 pounds pork shoulder, .cut into 1-inch 

cubes 

1 can ( 16 oz. ) whole toma toes , broken up 

lcan(16oz.) sauerkraut, drained and rinsed 

"I-VS rteaspoonssalt -- "" ~ r 



_ SiiiunmniNin 

- Carole commends clippers 



by CAROLE RISKA 

Is it worth the time and ef- 
fort to clip out coupons? Is it 
profitable to save boxes, 
labels, wrappings and other 
proofs of purchase so you 
can send away for refunds? 

It must be! Last year ap- 
proximately $3 million was 



per person a week. In these 
days of out-of-sight bills at 
the grocery store, that is. 
remarkable. 

Mrs. Eisen belongs to two 
coupon and. refund clubs. 
One club is located in Lin- 
denhurst and the other in 
Liberty ville. Both" clubs 



coupons and refund offers 1 
located at the Jewe l and the 
Continued on Page 10 



1 teaspoon celery seed 
1 teaspoon caraway seed 
Dash ground red pepper 
1 bay leaf 

In a large sauce pot heat oil until hot. Add 
beef; brown oh all sides. Remove with a slot- 
ted spoon; set aside. Brown pork on all sides. 
Return beef to sauce pot. Add tomatoes, 



sauerkraut, salt, celery seed, caraway seed, 
red pepper and bay leaf; mix well. Bring to a 
boil. . Reduce heat and simmer, covered, 
stirring occasionally, until meat is tender, 
about l l / 2 hours. Remove bay leaf. Serve 
overhot cooked no6dles',if desired. 

Yield is 6 portions; Cost per portion is $1.01 
and seasoning cost per portion is $0.02.' 

Herbed Livers With Rice 

2 tablespoons salad oil 

1 pound chicken livers, cut in halves 
Vfe cup sliced celery - 

x k cup diced green pepper 
1 can ,( 16 oz.) whole tomatoes, broken up 
i-Vfe teaspoons salt • . '* ' 

% teaspoon marjoram leaves, crushed 
V4 teaspoon-thyme leaves, crushed 
1/16 teaspoon ground black pepper . 

3 cups cooked rice 

In a large skillet, heat oil until hot. Add 
livers; saute until tender, about 2 minutes. 
Remove with a slotted spoon; set aside. Add 
celery and green pepper; saute until crisp- 
_ tenderrabout"2 r minutesrset"asiderTo skillet- 
add tomatoes, salt, marjoram, thyme and 
black pepper. Bring to a boil; reduce heat 
and simmer, covered, for 10 minutes. Add. 
rice and reserved celery, green pepper and 
livers. Simmer, covered, until hot, about five 
minutes. 

Yield is four portions; cost per portion is 
$0.39, and seasoning cost per portion: $0.02. 



■- 


•id _. 



returned, to shoppers work by exchanging coupons 

through coupons and refun- or requirements for refunds 

ds. "..— with fellow - members. One 

Mrs. Sheila Eisen, An- club member bought $205 

tioch, former schoolteacher, worth of items at the grocery 

lady of the house for a family store and paid only $97 in 

of five, has gotten in the cash, 

habit of making couponing • One of the formost things 

and refunding pay off for her to remember is not to buy a 

"and her family; _i_ product that wouldn't 

Mrs. Eisen's monthly usually be on your list, just 

budget for groceries, other because you have a coupon 

household items and non- or a refund offer,. unless the 

prescription drugs, is $200 coupon or refund offer 

per month. By spending ap- brings the cost of the item 

proximately two. hours a day down so low lnat il is P rac " 

she receives $100 a month Ucally free, 

back through refunds and In olner . words, shoppers 

avoid the junk foods .and 



coupons, bringing the cost of 

providing for rher family to 

,$100 per month or $25 per 

week. 

To break it down further $5 



stick with the basics. 

Anlioch seems to be get- 
ting in the swing of things, 
with exchange boxes of 





DR. JACK R. CHULENGARIAN 

(PODIATRIST) 

Serving the foot health needs of your 
family, offers a FREE Foot Examination 

arid Consultation (Upon Prior Request) 

• GENERAL CARE 

• OUT PATIENT FOOT SURGERY- 

• SPORTS MEDICINE 

• CHILDRENS FOOT PROBLEMS 



Waukegan Office ' i 'Grayslake Of Jtce 

• 3834 Keith Ave. ' 106 Center St ^ 

(Corner ot Northwestern) (Downtown) 

Call (312) 223-6066 For Appointment 
Medical/Surgical Insurance Accepted 



fr>r F"» *> Foot Health \ Information 






IT'S THAT TIME OF YEAR AGAIN. 



Summer rates arc in 
effect to encourage conser- 
vation. And,- incise- you've 
forgotten, thai means four 
.months of higher electric- ' 
rates than you're used'lo 
paying the rest of the year. 

What s more, the fuel 
adjustment charge will be 
higher, loo. because the cost 
of fuel is getting. higher. 



^specials-oil. 



here's no denying itjrS 
going to hurt. All we can sayjp 
is that if you really conserve, 
if you cut back during the 
summer when il costs the 
most in generate the extra 
electricity -for air condition- 
ing, it won ! t huh nearly^ 
as much. 

If enough of you give itj0 



"tryrwtrwm'Vlicive'tcrbunnis - - 
much expensive oil. The 
more of our electricity we can 
make with coal and uranium, 
the less il'jl cost us all. 4 " 

In the long run, holding 
down summertime use can 
hold down the number of new 
generating stations we'll need. 
And they're a big reason 
for Pate Increases in general. 



So plcasersendfor-a— 

free copy of our. Waste 
Watchers Guide and use it for 
all it's worth. (Write: 
Department AV, Box 7(i7, . 
Chicago. IL 60690.) it'll' 
show you 101 ways to keep 
electric bills under control. 

Maybe, just maybe, 
the summer can be just plain 
fun again. 







-Commonwealth Edison. 

=Dorit take tomorrow -lor granted. 



I 
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Spotlight On . .. 

ANTIOCH 

BUSINESS 





m 



Antioch Little League 



I Wilton's Cuke 

1 Decorating ^^ter 



Wilton Decorator's Super Sale 



Featuring Wilton Merchandise at reduced prices. 
AlLFirst Quality^ 




National Divison 
Standings 



Team 

Cardinals 

Cubs 

Orioles 

Giants 



Receive^ubstantial savings on popuj arHenis^ 

SAVE 20 % On Alt 
Wi 



American Division 
Standings 



Pans • Candy Molds 
• Much More 



S 



Team 

Tigers 

Astros 

Yankees 

Dodgers 




THE COMfLETf FAMILY DISCOUNT DEPARTMIHT STOII • Arrtioc*, 
Storo Houri Daily • * o.m. to 9 p.m., 
Sat.-9 a.m. to 6 p.m., Sim. t Holkkyi 10 a.m. to 5 p.m. 






Iia1ife.w if-s^ijfc 




■r. 



Watch This 
> Page For Weekly,, 
Baseball Results 
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Spotlight On . . . 

ANTIOCH 

BUSINESS 






American Division 

Team ■ 

Thelen Sand & Gravel 
Flo's Beauty Shop 
-Pickdrd China 
885 Civic Club 



Antioch Girls Softball League 
Juniors 

National Division 

uli^=i= ■ 'Team 



Heath Construction 

State Bank 
Orchard Dental 




Thursday, May 21 

Cardinals 27, Cubs 8 



Friday. May 22 ., 

Astros 11, Dodgers 5 
Orioles 19, Giants 5 

- -. -i 

Tuesday, May 26 

Orioles 16, Yankees 1 
Astros 7, Cubs 1 




;$, "thrMf UtHtitow" 

litiin) uh Ninth Avt ii Miin 51 
Smut.**.' 0)i»-f 




AtJTIOCH HU39.54222 



Wednesday, May 27 



and Deli Items 



Cardinal 8, Dodgers 1 
Giants 9, Tigers 5 



Thursday, May 28 



Orioles 16, Cubs 4 
Yankees 6, Astros^ 



*b»j«B 
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Tell These Merchants How Much You 



._ Lv- 



— They Make This 






425 Lake Street. 
AnlWh. Illinois 60002 
Phone 312 395 3030. 



SAVINGS 

S & LOAN ASS>N. Ri 59 & Grass Lake Road 

- Phone 312 395-3030 



ANTIOCH PIZZA SHOP 

CARRY — OUT 

(312)395-6777 



THI COMPLETE FAMILY DISCOUNT DEPARTMENT STORE • Arrtloch, 111. 
Stare Hours Daily • 9 a.m. to 9 p.m., 
Sat.- a.m. to 6 p.m., Sun. A Holiday* 10 a.m. to 5 p.m. , 



TORO 



TED'S STATE LINE SERVICE 

Lawn and Garden 
"tiACOBSEN *jiwi#*/«r#/v 

Sales and Service 

(312) 395-0778 
or (312) 395-3350 




ANTIOCH 
AUTO 




ITS , Rte.173 



FOODS 




9M Rte, 59, Autioeh, HI; and 47B Harti Aw. 
(Across from Ace Hardware) 




Open Daily at 11:00 a.m. I 



PMUXTIXG c . 

966 Victoria Street 
395-4111 




i.CAPS : •. 

• LARGEST SELEOION OF 
TRANSFERS 

■ CUSTOM UTTERING FOR 
SCHOOIS. CVUBS. IEAMS 
GROUPS. BUSINESSES 

• WE PRINT ANYTHING 




juir :;^M !"^ 



0arf^f< 




nuia^uMfiti& 

(312)395-0873 



492 Orchard Street Antioch sKoppingPlaza 




Antioch News 

952 Main St., Aritiocn L III; 
(312) 395-5755 • (312) 395- 



9<M Mjin Slmet iQii.itj« 

Andoch, I Ninon 6000? mJS >' ' 





440 Lake Slreel 
(31 2J 395-3700 




312-395-6363 



(3121 395-2900 



STRANG 
FUNERAL HOME 



BY_ KAYOAN 



rao$ml\on drttl \nicntvir~uWccdr 




SNAPPER 



PEDERSEN GMC 

ANTIOCH, ILLINOIS 



1055 Main St. 



45 & 173 (312)395-3700 




S HARMONY HAVlr* 

. Appliance Center j 

1 932 MAIN ST. ANTIOCH, lit. 395-8790 



#Wc£ 



M0H. TUtS. THUHS. 

6 FBI, 9:30 -8 00 

SAT. i. 30 100 

CLOSED SUM. & WEDS. 




INFANT'S & 
CHILDREN'S WEAR 

404 LAKE ST, 
ANTIOCH, ILL. 60002 

312-395-2282 




nttennouse 

SEMBREECQ 

LUMBER • MILLWORj 
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class in history to gra 



Antioch Communit y High 



School (ACHS) will graduate 
the largest class in its 
history June 7. There are 395 
students named as can- 
didates for the class of 1981. 
The follQwing names are 
):ho se who have - been listed 
as candidates for graduation 
for the. 3:30 p.m., June 7, 



commencement exercises at" 
the north gym in the high 
school.. 



Guy Robert Abdarholden. Pelor Paul 
-Aposlol.-David Goorgo Barkuiis. Jennifer 
Mary Biol, Bochio J. Boahm, Lorno Ivy 
Brooks, Diana Marie Carnoy, Donna Marie 
Corte'r, ' Tracey L. CurtU and Jonniior 
Cxapfewtki. 

Diane Carol Denman, Marclo Cay Den- 
ny, Laura , Ann DoRousjo, Oionno Jeon 
DeVrlo*^ Sharlene Kay Doo Hi lie, Andrew 
Ougornke. Lance A. Eoilmon, Kathleen ' 
Marie Ellerlng, Julia Kay Ellis and Dawn 

— tynFlaschnerr — ; . ' _ 

Tracy Marie" Freemon', Jetlroy D. 
Gebauer, Sutan C. Geske, Sandra Greear. 

— Thomas — E, — Green, — William Mtchael,. 

Grochowikl, Vicky M, Gross, None/ Jo 
Harland. Laura Lee Hartokolls. Robarl D. 
HeHornan and Lisa Jo Holmes. 




Northern Illinois 
Southern Wisconsin 

LARGEST 
BRIDAL SHOPPE 



2244 Sheridan Rd 
Zion. lib- 



for bridal appointments 
PHONE (312) 872-5494 

• Professional Graduate Bridal Consultants 
Wedding gown sues to 2Q in stock. 
Bridesmaids Mother of the Bride 
Formats. Dresses, Pant Suits 
Coordinates, Lingerie and Gifts 
Criildrens, Inf ants to 14T 
free Door'Siep'Parking . 

(er Open:Mon.-Thurs.-Fri. 10 a.m. to 9 p.m. 
Owner Tues;-Wed.-Sat. 10 a.m. to 5 p.m. 




John Patrick Jackson, Steven Allen Jon- 
nrlch, Diane Mario Karciewikl, Matthew 
Joseph Koim, Gall Dlono Kois, Mitchell - 
Robert Kruciok, Joannlo M, Lindgren, 
Micheal Lochen, Deo A. MocDonald and 
Nancy Olivia Matuon : 

Elizobolh Ann Mooro, Sharon Torcso 
Noubouor. Lari Lee Nohlechek, Darlene 
Marie Olson, Robert Anthony Otlen, 
Renoe Llnnoa Petyko'wski, John Henry 
Ploss, Kristi Marie Porlalikl. Michael W. 
Priory and Phaedra Ann Reimers. 

AhgellctrRodderSusan'-Rathr-Therosa— 
Lynn Ruhl, Jeffrey R. Schleuionor, Donna, 
Irene ScHmehl, Ann Louise Serllc, lorl Ann 
Sflul.rEIiiobolh Louise Shaffer, Holly Joan 
Short and Susan Carol Slkorski. • .- 

Steven Donald Skldmoro, Catherine 
Denlse Snail, Cynthia Dawn Sptoyt, James 
Glenn Springer, Laura Lee Siolloy. An- 
thony G. Starke, Jennifer Jayne Swiaiok, 
John Francis Sykot, Cheryl Thamorus and- 
Kdlhy SueTolllson. '.' ' 

'■ Cynlhla Marie Toole, Shelly June Van- 
Sickle, Adam Stephen. Venn,- Gary Scalt . 
Vailing. Peter Thomas Weber, Marguerite 
Ellen Wegol, lorno Ann Whltton, Michael 
A. Wilms. Kalh'ie Achs, Barbara Ann Acord 
ond Jeff Almodovar. ■ 

Sheryl Mario Anderson. Klmberly Sue 
Anderson, Linda Louise Anderson, James 
Michael Andre, Kathleen Mae Annon, 
Diane Marie Appelhans, Kevin Dale Arlon, 
Rosolio Anne Aschbacher, Kathy Bailey 
and Janet Lynn Bakula. . 

John Barr, Grog Allan Baryl, Anthony E, 
Ballaglla, Cynthia Renec' Beoilie, Jamos 
Aram Beaumont, Andrea Maria Becker, 
John B. Belluccl III, Christine Bailor, Daniel 
E. Bonos and Lisa DeVlto do Bonitor . 
' Lorl Ann Berklel, Sandra M. Borryman, 
Theodore A, Bessette Jr., Mary L, Bavins, 
. Robert Bleganowski, Kevin M. Bleschko, 
Edward M._ Bighorn, William Thomas 
BlKhoft. Daniel John Bill and Dory I R. 
Blonchette. 

Daniel J. Boarlnl, Mlchool S. Booth, Jen- 
nifer Lynn Bowmon, Klmberly Ann Breidel, 
Vickie Lynn Brooks, - Bannle ~C Brolherton^ 
Ellen Marie Brotherton, Robert J. Brown, 
Roland Duone Bryant Jr. and Steven James 
Buchman. 

Robert Budnlk, Todd Mlchoel Burgmeler, 
Chrlstyn Marie Byrne, Mark Anthony 
Calendar, Jeff J. Canello, Brian Anthony 
Cardiff, Tamola J. Carl, Laurie Ann Case, 
Dale Douglas Mark Chase and Julie 
Christina Chostner. 

- Thomas Christiansen, 5loven S, Ctchosz, 

" Pelor J. Cloven, Sharl Lynn Conrad. Gina 

Morla Corblno, Kelly 5. Corey, John 

Caxadd, Sherl Lynn Craw. Barry Critier and 



Marvin AIok Ciuczor. 

Sluart Allen Dalglelsh, Barbro Jean 
Dovis, Charlos lament Davis -Jacqueline 
Ann Deerlng, Amy Louise Degen, Scott 
Allan DeMerrilt, Richard C. DeRue, Terry 
James Dewcr, Pamela Christine, Dlax and 
James M, Dietrich. - -~ ,. r 

Jonal Lynn Dltzlg. Laura -L. Dodge, 

Charles John Domerackl, Jamos A. 

Domkowskl, John Domkowskl, Deborah 

I Dawn Dosanbach, Elizabeth Doty, Kennelh 

Romond Drinkwlno. Cheryl Ann Droiek 

rand-JohnMrDu[k 




Mike E. Dye, David Wayne Dyer, John E. 
Eckert, Valerie. English, Maria Alans Eric- 
-s'ori,-»Tracy Mory Ellon Ernstmeyer, Shollay- 
Kay Ester, Kathleen Ann Foldmann, 
Joachim Ferstl and Timothy John Fields. 

Karen Joan Finn, Marino Lynn Fisher, 

Eric Flahlve, Oralld Flares, Deborah Lee 

Foerster, Wendy K.J/awlkes 1 ,' Howell Brian 

Fox, Constance D. Golanopoulos,.Carl Roy 

, -Gardner it, and Monica Ann Garver, 

Nareno Joanne Gengel, Mark Gibson, 
Beverly' Susan Glvoni, Charles Joseph 
Glinlowlci, Jody Lynn Gos'sman, Sherry 
Greear, Paul Jones Grunewold, Richard 
William' Gunther, Debra J. Haas and 
Michael Charlos Hamlin. • 

Mlchele Marie Hansen, Brian K. Hardy, 

, Patricia Ann Harper, Brando Elaine Harris, 

Edmund F. Harrison, Kevin D. Haisell, 

Irene Francis Hastings, Lauro K. Hatton. 

Dean William Hovlland ond Kelly A. Hoalh. 

Valor io J. Hebel, Tracy Lynn Higgins. 
Steven John Hill, J. Scot Holly. Jotlrey Scotl 
_ Holmos..JohrLRi.Horsc h, Dennis J, Horton. 
Herbert W. Horton IV. Richard S. Howen • 
and Haight L. Howes. 

Bob Hubbard, Debra Ann Hucker, Laura 
Lynn Hucker, John V. Hughes, Anne Marie 
Humphreys,' Jeff G, Hunter , Mark William 
Ingrurri, Cheryl Lynn Jaschob, Diana Lynn 
Jenkins ond Mark Gregory Jopson. 
- Daniel Robert Johnson. Daniel Wesley 
Jones, Jeffrey T. Jones, Peter Tiber Jung, 
Patty Ann Kauth, Joan Marie Keoms, 
Timothy George "Koofor, William J, 
Klnohon" Mlchoel — At - Klrkpolrick— ond - 
Bradley Dean Knutsen. 

Thomas Allen Koclnski, Paul Ronald 
Kbenlg, Timothy Marc Koesser, -Donald 
Raymond Kolle, Paul E. Kreulach, Elizabeth 
Kromer, Michael Stephen Kuehn, Heather 
Mil Kulalk. Larry Steven Kuligosk'l and 
Alan James Kwak. 

■ Joseph Edward Laird, Douglas Arthur 
Landwer, Dan L. Lange, Robert Longosch, 
Jelfrey Joseph Larkin, Dan J. larserr, Kurt 
James Larson, Melinda S. Lasky, Gerald 
Lawson, Glon A. lozansky and Raymond E. 
Loill. ' 



Jeffrey J. Lemko, Melanle Anne Lemke 
Amy Jo Lewandowikl, Guy P, Lewis, 
Ronald S.. Lewis, iGoll..S,Alttle,.Donald_J._ 
Lombarda, Raymond Shawn Loronz, Susan 
Lynn Lorenz and Theresa Anne Macklfn , 

Daniel Frank Moras Jr., Joseph John 
Marsala, Robert" R. Martin, Steven J, Mar- 
tini, William James Martys, John H. Mat* 
leonl, JOmes Simon Mayer. Deborah 
Elizabeth' McClellan, Kathleen Elizabeth 
McDonald and David Alan McKoy, 
' John Louis McK In ney,. Robin Mario Me - 
-Mohoo..MichoelJQioph Mercor, L orl Ann' 
Merles, Ronald Scott Mlchalskl, Gary N, 
Miller, Jacqueline Ann Miller, Andrew 
dhbrles-Mlnghl,_Aurla_Annatta_MirandQ_ 
and Thomas P. Moffat. 
' John Clifford Moran, Julia Lynne Morris, 
Ed Morrtsseau, Gwyn Mortag, Jeff Allen 
Murar.'Jean Noff. Bruce Arthur Nelson, 
Sharron Lynn Nelson, Judith L. Nering ond 
Oebro Joan Neumann. "\- 

Thomas W. Nichols,' Dale Nielsen, Brian 
D. Nixon, Helen Noolhlln'g, Debra Lavern 
North, Bridn Patrick O'Neill, April Marie 
Oaks, Lauro Ann Ogdon, JanlceJoy Okr- 
zeiik and Debra Ann Olson, 

Marshall Kurt Olson, Sandra Mori Olson, 
Roger T. Packert, Susan Morle Pago Dovid 
Allen Polasko, Tim Palm, Karen Susanno 
Pope, William R. Paichke,, Arthur ft. 
Pauteltl and Barbara M. Payne. 

Klmberly Lynn Pece, Kelly Ann Pochulis, 
Linda Ann Perks, DoanW, Perrotll, Ronald 
A. Pinkston, Mark Pomozak, Thomas Alan ' 
Paulo*. Greg Glen Povllaltis, Jelf J. Pratt 
and Constance L, Proctor. 

John Henry Prepack, Donald Francis Pur- 
foerst Jr., Christina Mae Qulnn, Danlal 
Qu inn, Joel C. Rader, Jean Marie Rederor, 
Robert H. Reeves Jr., Selena Reljic. 
William Kenneth RentnerondDanRezin. 

Goyo Ann Rlchler, Gayle Sara Robinson, 
James Thomas Robinson, Robert Lee Rohri 
Jr.. Bridget! la Sue Rolh, Sloven A. Roy, 
Robert .Gone Rudolph, Anthony Clarence 
Rumps, Christine J>. Sabar and Catherine 
A. Salisbury, 

— Deba rah -Ann 5 o ly a rd s , — Dor ry I =Wj— 
Sankey, Sherry. Dawn Schooler, Theroso 
Maria Schmidt, Barbara Anne Schroedor, 
Grog A. Schroodor, Torrance Leo Schuten- 
burg, Victoria Schugarl, Michelle Loe 
Schullz and Renee' A. Schulli. 

John T, Schumann, Daniel T. Schwab o, 
Kennelh Sershon, John Edward Shea, 
Kovin Thomas Shoahon, Kelly Ann Sher- 
wood, Stuart Allen Short, Ester C. Silva, 
Micheal Edward Simon and Amnio Singh. 
, Dino Sisto, Frank L. Skradski, Thomas A. 
Smith, 'Christian John Spicor, Sondio 
Loiichca Spurlock, Stephen V.' Squires, 



Qulnn D. Siogg. Timothy Patrick Stagg, 

Robert S. Slonnard and John Earl Stononlk. 

Amy Stebblns, Richard A, Strokh, John 

Or Sullivan;- David Robert Svaboda, Marty 

"Mario Swan, Mark Anthony Swleca, .An- 
thony J. Talro, Sloven Edward Thode, Terrl 
Down Thompson and Robin Lynn Topolin- 
skl. . 

Tammio Kay Trayes, Lorno G. Treilso. 
Roberta Turavarro, Victor A. Twomey, 
Christopher Scott Van Gemert, Judi Ann 

- Van Gemert, Diana Lynn Varney, Dorothy 
Ann Vos, Bryan John Vrba and Edward 

"JoTophWarnon — : : ' — 

Doldro Ann Weeks, Donald D. Wells, 
Thoodoro M. Whlto, Robert Joseph Wiolr, 

"Hefbo7l~Albeft"Wlogol - Jr~Ronald-Garyr 
Williams, Mark Stephen Williams, Waller 
Edward Willing. Jelfrey V.' Wlsner and 
William Ivor Wllok, 

Scott C. Wolf, Polrlcio E. Zoho, Linda 
Susan Zahnon, Emmonuetla Hum bori and 
Anltl Terkomao, 'i 



AUGS gratis 

Continued from Page!) 

StMoibouni. Sherri Jonnine Schrnllz, Janet 
Lynn' Schneider and Susan Marie" 
Schneider. , '° 

Frodciick Allen Scolloy Kovtn> Robert 
Sodai, Gail Ann Solek. Mary Pat Shanks. 
Karon Ann Shinollug. Christopher John 
Shkyno. Sandra Lynn Skupion. Kathleen 
Smith. Siaeoy Michollo Smllji and Sunday 
Susan Snulh. 
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Cheryl Lynn Snotl. Timolhy Dennis Sluil, 
Courlnoy lynno Sulton, Jill Ann Topio. 
CharlesLoo Toy lor., Robert William Terry, 
Kelly Christopher Tpw, Daniel Charles 
llnolo. 'Scotl Thomas Treziso and Paloi 
Charlos T wordy. _^' 

Kathorhie Mary VerHagen, Goylo Voi 
ntillion. Leoda Marie Vestal, Chrislino 
Diono Viloikii, Joel V. Wagner. Lawrence 
Patrick Wcgol. Kelly Ann Woldrri, Theresa 
Ann . Wcslhotl. Kelly Suu Williamson. 



JamOb Boyd Zojac and Chris to phei Paul 
Zeion. 

KESERVE MONTH 

The month of June has 
been declared . "National 
Guard and Army Reserve 
Month" in Illinois, according 
to Slate Sen. Karl Berning, 
(R-Deerfield) 




■ 






Congratulations 
to the 
Class of Wl % 

Steit i's 
Resort 

Antioch, Illinois 
(312)395-4050 

Congratulations 

to the 

Class of '81 

A&B 

Printing 

Service, Inc. 

966 Victoria St., Antioch, III. 
(312)395-4111 



Congratulations 
to the 
"Class of '81 

Antioch 
Pizza Shop 

994 Route 59 

Antioch, lit. 

(312)395-6777 



Congratulations 

, to the 
*$ Class of '81 

Antioch 
Reporter 

952"Ma.n Street - 
Antioch, III. 
(312)395-8700 



Congratulation s 

to the 

Class of '81 

Bi-State 
Reporter 

952 Main Street ' 

Antioch, III. 

(312)395-8700 



Congratulations 
and 

Especially to my 

. son r Joe!. . 

Evergreen 
Cafe 

' Route 83 
Antioch, III. . 
(312)395-9840 



Congratulations 

to the 

Class of '81 

GAAOil 
Co., Inc. 

501 Main&reet ■ 
Antioch, III. 
(312)395-0252 




- 



• ':' 



Congratulqtaions 
to the Class of *8l 

Radkes Barber Shop 
and 
Mr. Arnold's :"!_ 
Coiffures 

912 Main Street 

Antioch, Itlr 

(312)395-5123 



Congratulations 
to the . 

Antioch 
Schwinn 




The Tower 
Room 

(312)395-1193 

For all your banquet needs" 
Located at 

~Antioch~Bowlingtanes~ 



750 N.Hwy. 173, Antioch, III. 
Congratulation s 

to f/ig. 

Class of 181 > 



89U Main Street 
Antioch, III. 

Hours: Mon.-Wed. 10-6, 
Thurs.-Fri. 10-B, Sot.9-3 



Congratulations 

to the 

Class of '81 

Albert A. Bucar, 

O.D., F.A.A.O. 

395 Orchard Street • 
Antioch, III. 
1 (312)395-4090 



Congratulations' 
to the—' - 
Class of '81 §;i 

ANTIOCH 
SAVINGS 

kL& LOAN ASSN. 

^ Now Serving You W/fh 2 
Service Locations 

425 Lake Street 
& Rte, 59 & Grass Lake Rd. 

— Antioch, III. 
(312)395-3030 



4 



Congratulations 
tothe^^ 



Antioch Auto Title & 
^License Service 

Hwy. 59 & Grass Lake RoTd'- 
■ Antioch, III: 



(312) 395-3 1 3 1 



First National 
Bank of Antioch 

485 Lake Street 
Antioch, 111. 

(312)395-3111 

Congratulations 

to the 

CkHss$f'81 



Congratulations 

to the 

Class of '81 





Congratulations 

to the 

Class of '81 




Tire, Inc. 

115. Rte. 173 
Antioch, III. - 
(312)395-2345 




Congratulations 

to the 
f Class of '81 




, 



Marina 

Route 173 

Antioch,, III. 

1_(3 12)395^1173^ 

' Congratulations 
to the 
Class of '81 



Congratulations 
.to the 
Class of '81 : 

FloTs 

Beauty Shop 

Rte. 59 and Grass Lake Rd. 
m = Antioch, III. 



896 Anita Ave. 
Antioch, III. 

(312)395-5110 

Howard Gaston 
Printers, Inc. 

481 Orchard Street 

Antioch, III. 

(312)395-1203 

Congratulations' 
^tojhe^ i 
Class of 81 



Antioch 




•952 Main Street 
AntiochrHI. — 
(3 1 2) 395-8700 



Class of '81 

Ai's Citgo & Sons 
and 




Gus Maiicuso 

: Main' Street & North Ave. 

m Antioch, III. r-. 
(312)395-2323 




BASKIW^ROBBINS 

ICE CREAM STORE 



442 Orchard Street ; 
Antioch; III. 
Hiufs: Open Daily 1 1 a.m. to 10 p.m. 

(312)395-7044 

Congratulations 
to the 
Classof'8i: 



Ben Franklin 





455 Lake Street ■ 

Antioch, 111. 

(312) 395-3355 

Uongreftulathitis 

to the 

Class of '81 
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St. Peter 
gr ad uates 




twenty- 



St. Peter School will have 
graduated 25 students on 
Saturday, May 30* at 1:30 
p.m. in St Peter Church. 
"Th^ _ ceTemonynvill-be7;in=r 
corpora ted into a special 

assrReverend-Eugene-tr - 
Keusal will deliver the 
graduation address. 
Diplomas will be conferred 
by^Reverend Francis '"Q. 
Kub. ..• 

The graduates are: Julian- 
ne Apostal, Joel Bellucci, 
Lorin Buchta, Craig. Cer- 
mak, Julie Cqyle, Rhea Dit- 
trich, David Foley, Dean 
Frasch, Indus Gagnon, An- 
thony , Grigonis, Kevin. 
Hucker, Nancy Jucha, Susan 
Justice, William Kaht, 
Kathryh KellyrDerek Klein,- 
August Mancuso, Michael 
Merkel, N a dine Meyer, 
Margaret Purfeerst, Carina 
Richards, Douglas Roman, 
Paul Robinson, Deborah 
Sedibauier , and Eric Venn. 



Grass Lake School 
graduates 32 for 1981 



Grass Lake School Dist. 
36, 39675 N, Grass Lake j^d. 
Antioch had 32 candidates 
for graduation ceremonies 
May 31,'The.fbllowing names 
are those who were listed as 
-graduation -candidatcs,- 



DAUCK GRADATKS 

Richard iRick) Dauck, a 
1977 graduate of Antioch 
High School, received a 
bachelor of science, degree, 
with major in agricultural 
engineering, from. Univer- 
sity ol Wisconsin - River 
Falls. He graduated with 
honorable mention. 



Ten Jean Beckley, Andrea 
-Lr-Besaw— Nancy-Stephanie- 
Bielawski, Cynthia Lee 
Cavanaugh, Frank Antonio 
Cunningham, Mary Ann 
Drinkwine, Rodney — D. 
Dunlap, Kimberly Ann Fper- 
ster, Joseph A, Heft and 
Michelle N. Holtzinger. 

Kimber >Lee Justmen, 
Valerie Lynn Kader, Suselte 



F. Lcngvenis, Stefan H. Lun- 
din, Christina LuccilleMahr, 
Cynthia Ann McDonald, 
Reginc Lee Metz, Marlenc 

. M. Miller, Timothy Mon- 
tafvo and Susan ■: Elizabeth 

-Nemec-, — — : 



Michelle M. Pauly, 
— Lorra ine-PerksT-Lisa^Rehe" 
Rietschel, James T. 
Rimyard, Terry Joseph 
Sabar, Suzette Alveda Sam- 
son, Michele .Margaret 
Sciortino, Lisa Kay Stanek. 
Susan Marie Steiskal, 
Elizabeth Marie Varno, 
Richard Lee Warnke and 
Chnstopter Jason Waters. 



Faith Ev. Lutheran has 
1 Oth graduation .class 



The closing service~with~ 
graduation of the eighth 
grade of Faith Ev. Lutheran 
School will have taken place 
in the church at 7 p.m. on 
Friday, May 29. The mem- 
bers of the graduating class 
-are as follows :— — = — = 

Daniel Anderson, Jeffrey 
Johnson, Janis Gere, Wendy 
Massie, Michelle Neals, 
Leanne Nicpon, David Nolle, 
Cynthia Rusher, Janice Van 
"Patten, and Donald Weiss. 

This class of 1981 is the fir- 
st class to have the op- 
portunity of attending Faith 
Ev. Lutheran School from 



kindergarten through eighth 
grade. Of the ten graduates 
only two, Leanne Nicpon and 
Janice Van Patten, attended 
school from kindergarten on. 
Since Faith Ev. Lutheran 
School began in 1970, this is 
the tenth anniversary- of the 
first graduation. 



WESTERN GRAD 
Pamela Ann Roncone of 
Antioch received a bachelor 
of science degree in applied 
science during Western 
Illinois University's May 
commencement excercises. 



1 92 AUGS graduates 
named for^elass-of 1981 



Antioch Upper. Grade 
School (AUGS) has named . 
its candidates for graduation 
for the class of 1981. The 
graduation will have been 
^une"2rThe7following-names-p 
^re__^the__g'raduatioh^can-=^- 
di dates from 8th grade: 

Motlnda Ann Ackermon, Deborah Mary,. 
Adams, Janlca Marie Allan, Ann Marie An- 
doctor), Edward Sherman Atwood, James 
Andrew Bachochln, Robori Andrew Bomis, 
Kondra Jean Bayer, Jamas Scott Biicholf 
and Down Lynn BIsslrtg. 
, Rhell Blair Bobzien. 7r6cy Lee Borla, 
Joseph H, Bcondor, Kolhy Lynn Budovec, 
Lfisa Ann Fallh Burger, Fred C. Bum, Chris 
Lynn Bunion, Paul William Coliendo, Dawn 
Mario Carr and KandiJaCary, \ 
„ Congli Cavusoglu, Tommy Marina 
Cholowo, Charles Naihon Clark, Jay Allen 
Clark. Sandra Mlchelo Collins, Marsha 
Joan Colson, Michael Todd Connoy, Glen 
Douglas Critier, Sandra Lee Cunningham 
and Tina Marie Cyrus, 

Kelly Lynn Dally, Both Ann Daniel. John, 
Richard Davis, Tonl Rachello DeBenedolto, 
Dawn Michoilo Donoy, Lisa Af lono Oonny, — 
Victoria Dionno DcWill, Mlscha Mlchelo 
Dietrich. Pamela Joyce Dlluro and Dawn ■ 
Mario Dohson. 

Craig Sloven Ooelsch, Thomas Arthur 
Domek.CharlosCole Droson. Lara Theresa 
Druktanis. RIchord.H. Oucato, Michael 
Nicholas Dydo, Glan Alan Dyer, John 
Patrick Edwards, John Leo Elferlng, Peter 
G. Erickson and Dennis Allen Evans, 

Ron do loo Eves, William Joseph Fenger, 
Bruce Woyno flshor, Rose-Marie Fax, — 
Melissa Kay Garland, David Anthony God; . 
vitlo, John Charles Getor, Kelly John Galsl, 
' Christopher William Goorgeson and An- 
dreas J. Gles. 

Nancy Lena Gillman, Catherine Ann 
Giordano, William Loyd Glvens. Jr., Tracy 
Darlone Goodyear, Kelly Ann Goshinsky, 
Michael M. Grcalls, Michael Lee Green- 
well. Lonnie Allon Groto. Jamos Ranald 
. Hogor and Brian Loe Hairrell. 

Alan George .Hoisman, Soon • Francis 
Honnigan, 'Angola Kao Harrold, David 
Jamos Hart, Robori William Heath, Scott 
Alan H oath, Vincent Jerome Ho/wood, 
Douglas Allan Higglns, Jennifer Lee Hitch 



-and Pamela Anno Hlavin. 

Cindy Louise Hoonisch, Scott William 
Norton. Lloyd toon Hubor. Barbara Ann — 
Jarr, Dona Rai Jones. Sylvia Annamarle 
Kahl'er, Mary Josephine Kaiser, Joseph' 
Andrew Keim, Jerome Roger Kittorman 
and Calvin field Knutsen. - 

— Suianne— Mario — Kotllnski, — John—Raul 

Kreplin, Kenneth Ross . Kroson, Tommio' 
■LynrrKrugorrTlmothy^Alan^KobeTHeTdr^ 
Barbara Kulalk. Edward Anthony -Lamb 
Larry Allen Langosch, Theodore lee Larkin 
and Linda Kay Larson.- * v. 

David Lee Lear, George William Leaver. 
Llndo Jane L'amko, Kalhy Irene Leonard. 
Kim Mario Lowo, Kenneth A. Lubkoman, , 
Robert.- Eugano Lyday, Doonnd Lynn Mc- 
Clellan, Dionna Lynn McClellon and Robert ' 
J. McKee. 

Dona "Marie McMahon, Geaflrey A. 
MacKentie, Richard David Magee, Laura 
lee Marshall, Nick Martin Marshall, Diane 
Lynn. Martin, Tamara Sue. Maxam, 'Robori 
Joseph Meisinger.- Jeffrey Earl Menheer 



and Patrick Shelton Mercer. 
. Michael Kelly Mlolke, Donoon Lynn 
Miller, Daniel Sloven Mitchell,' Ralph A. 
Montrimas, Sean Eric Mori, Guy Alan 
Moutqn, Julie Eliiabeth Mowon, Belh L'ynrf 
Murray, Kathy Anrj Napier and Brandl Loo 
Nieholl. ■ '-.',, 

tach e I Igj_ Lyn n N ich o 1 5 . Ron ald M- 



Naoihling." Michael Adam Ocwieja, Allen- 
Paul Oelkers, Barbara Ann Olander, Eriko'' 
Lyn 'Olson, James Patrick Patchok. Tamml 
Michele Pcdersen, Jolfrey Robert Peterson 
and Michele Elaine Poison. 

Norman Paul pomrening, Kim Reneo 
Portalski, Timothy Sean Printing. Gail 
Louise Pritchard, Scon Edward Prochnow. 
Laura Roa Ramsey, Tina Marie Redlin. Ber- 
nard Frederick Reiko, James Charles Roil 
may or and Robert Alan R im er. - 

Ronald. Frank Rilko. Michael Edward 
Ronayno,' John Michool'Ruane, Raymond 
Carolus' Rugobregt. Liso Marie Sondrik, 
Bonnie Joan Schatt, Timothy ' William 

Continued on Page 8 




Atlas Piers, creator of the famous- 
4 'x8' sectional, galvanized ..frames,, 
float or post supports, adjustable 
with yellow skid-resistant fiberglass 
surface, are available. FOB Chicago, 
$221.50 per section. 

For Into, Contact 

Col. Bill Radke, 

Box 252 L, Brookfield, III. 

60513 

(312)485-0935 



Ready For Delivery 

—•-Famous Atlas Piers — 
-•Country Setting Iron 



In addition, the Country Setting com- 
binations of hand wrought, iron 
wheel, Log Holders and Drive. 
Markers. ■ 

27" Holder or Marker pair • $49.95 
36-HolderorMarkerpair~SB.95 
Sturdy 2"x3/16" stock, black, 18" 
shelf on Log Holder, 
Prepayment, ptus 6% tax in Illinois 
includes 100 mile delivery. 
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Congratulations 
^Xo the 
Class of '81 

Grass Lake 
Marina 

Grass Lake Road 

Antioch, Illinois 

(312)395-3093 



Herb's Used 
Auto Parts, Inc. 

Rte. 83 & Wall Street 
Lake Villa, III. 

{Larson Industrial Park) 

(312)395-5300 
(312)356-5946 

• Congratulations 
to the 
Class of 81 



Congratulations 

to the 

Class of 81 

Koeu nes' 
Greenhouse 

Route 45 
Antioch, lit. 

(312)395-0101 



Congratulations 

to the 

Class of 81 

Prestige 
Metal, Inc. 

885 Anita Street 

Antioch, III. ' 

(312)395-0775 



Leslie W. Sorenseri 
Insurance 

587 Phillips Circle 
■' Antioch, III. 
(312)395-4017 

Congratulations 
_ to the 
Class of '81 



. Congratulations 

to the 

^Ctassof'81 

and Especially 

Laura Hartoklis 

Antioch Globe 

510 Orchard 

Antioch, III. 

(312)395-6910 



mi 

H 




'>■$ 



m 
ft 



Congratulation s 

to the 

tlassof>81 

Grass Lake 
^Lumber Go. 

Grait La ko Road. Antioch, 
Illinois 
(312)395-0800 "^ 



Hallmark- 
Accounts 
Services 

(Co/JectfonJ 
^New Local Owners. 
BUI & Phyllis Cardiff 

800 N.Main Street 
'.Antioch, III. 
(312)395-7200 



Congratulations 
T ~tothe 



Class of '81 

Kumst i 

Centrella Foods 

40020 Rte. 83 

Antioch, III. 

(312)395-0760: 



Congratulations 

' to the 

Class of '81 

Regal China 

^3D6 North Ave. 
Antioch, III. 
(312)395-1020 



Congratulations 

to the 

Class of '81 

Marty Schwind 
& Sons Florist 

Town Line Rd. . 
Antioch, III. 

(312)395-3995 






Antioch Launderette 
&Dqr Cleaners 

h Rte. 173 & 83 
Antioch, 111. 
(312)395-0891 

Congratulations 

to the 

Class of '81 



C. Holing & Sons 
Marino 

Johnson Motors Dealer 

Grassfake Road, 
-^Antioch, III. 

6 1 years af the same location 

(312)395-2250 _. 

Congratulations 
H to the 

5 Class of 81 



Congratulations 
to the 
Cb§s081^ 

Jackie's 




928 .Main Street 
Antioch, III. 
395-1555 



L & R Pet 
Shop 

Grass Lake Road & Rte. 83 

Antioch, III. 
(312)395-0693 



Congratulations 

to the 

Class of '$1 





Congratulations 

to the 

Class of '81 



Reeves 







^901 Main Street 
Antioch, III. 
(312)395-3606 



Congratulations 
-to the 
Class of '81° 




Funeral Home 

1055 S. Main Street 

Antioch, III. 

(312)395-4000 



Old Port Cove 
Marina 

4054! N: Bluff Lake Rd. 

Antioch, III. 
(312)395-7766 

Congratulations 

to the 

Class of '81 



Congratulations 

tOLthe^ 

Class of '8 1 

Roland's 




5110rcharcL 
Antioch,.fe 

(312)395-6446 



Congratulations 

to the 

Cldssof'81 

Ted's Stateline 
Lawn & Garden 

Rte. 83 & Wis. Stateline . 
(312)395-0778 



Tuf f les 
Restaurant 

Rtes. 173 &83- 
Ahtioch/lll.S 
(312)395-7212- 

(Now Open 24 Hours-7 Days a Week) 

Congratulations 

to the 

ClaW^'81 



Haviland 





j 



Rte. 59 dta 
Antioch, 111; £=.. 
(312)395-0770 

Congratu lotions ; 

. Class oj ^8 1 
Thanks for getting Dean| 
through. 

love Mom 4 Dad I 









'Stron g performances' 



PM&L 

by 'Night of Iguana' 




by GREG SMITH— 

PM&L Theatre^has chosen a~tdughplay 
to perform when it decided" to present "The 
Night Of " The Iguana" by Tennessee 
Williams.— The play reeks -with-symbolism 
and requires a strong performance from all 
of its leading characters. Fortunately 
PM&L Theatre was able to cast Lou Jones, 
Round Lake, as Rev. Shannon the on the 
wagon defrocked priest and Ann Marie Cina, 
CHAMBER TO SPONSOR CIRCUS — Tony is one of the royal Bengal Tigers of the McHenry, as the insatiable widowed resort 

Franzen Bros. Circus that will be performing in Antioch at 3 and 7 p.m., on June 10, owner. 

at the. Antioch Upper Grade School. Save money by purchasing tickets at the State 

Bank, First National Bank, Antioch Savings and Loan or the Chamber. 



Assassination offends 



w 



\ 



V 



\ 



Continued from Page 3 i 

who could actually think, even in jest, about 
the death of imposing death on another 

-human.being and enj oy it -_^ 

~ I am particularly bothered since this craze 
comes in the wake of the popularity of the' 
new horror movies that are concerning some 
head shrinkers, not only because of their 
bloody violence, but because they put the 
viewer in the place of the killer/ ; 

: g- If anyof these kids are students of history, 
they have not learned their lessons well if 
they don't, realize^that constant exposition 
fades black into gray and makes the outlan- 
dish commonplace. 

.How wonderful- for political, or any kind of 
assassination, to become commonplace in 
anyone's mind! 

Finally, reading about 19 and 20 year-olds, 
whose expensive college hours are being 
paid for by either the sweat of their parents 

: brow or that of the American taxpayer, if 



Waukegan Drive-In 

Box Office Opens 

i 7:00 Weekends 

7:30 Weekdays 

Show At Dusk 
(312)662-4229 



Anyone looking for a light humorous play 
should not consider attending Night of the 
Iguana. If you are looking for a play that 
delves in parallel symbolism and reveals 
some of .the seeder side of. human desires and 
dreams then PM&L's current production 
should be of interest. 

Night of the Iguana centers around ah 
inexpensive hotel on the west coast of 
Mexico. At the less-than-posh Costa Verde 



thus freeing himself and "his spinster 
daughter from living only on past triumphs, j 

The widowed hotel owner tries to find the 
best situation she can with the defrocked 
priest who like many people wants the ideal 
life _ but-finds-he-can -hot-match the ex- 
pectations he has- established. Because of 
the his weakness for young women arid liquor 
the Rev. Shannon finds he is unable to keep 
his life uncomplicated and on" the path he 
might have tried to follow as a priest. 

In the end the leading characters find they 
can be released from their own -dreams and 
expectations if they either realize their 
dreams fulfillment or decide the dream was 
unrealistic. 

I?ut while the leading characters are lear- 
ning the meaning' of life, the audience is 
treated to some levity from the r troupe of 
vacationing Germans played by Dave 
Carlson, Antioch; Dawn Champley, Antioch; 
George Blanksten, Antioch and Tracy 
Kiederiep, Antioch. The vacationing Ger- 
mans canter in and out of the play and 



'. 



they are there on 'a grant, who are- using 
these valuable hours either playing a grown 
. up version of cops and robbers or cowboys 
and Indians makes me mad. 

^f51nTe~irewmfi-«"-h«»-thft-flg Barrio a defrocked pr iest 

youth to shock; may I say they have not only and~lour~gUide, a recently widowed hotel - througFtnelhealre as Ihirhappy-people-who 

succeeded, but gone too far.-^ — — -' it. owner, a has been poet and his daughter and are not worried about the dilemmas of the 

Thank God that the summer vacation has an Iguana struggle to release themselves rest of the people staying at the hotel, 

interrupted this game. Let's hope that this is from what tourments. The audience is also treated to a special af- 

The ancient minor league poet, Jonathan feet that produces real rain on stage. While 

Coffin, played by Tom Hausman finds the the satge is soaked, the affect was good and 

seedy hotel is the place he is able to. finish a is another example of PIWl's constant ai- 



i-^ 



not merely a recess, but the end of a sick 

travesty." 

= As a famous philosopher said. "You are. 

what you repeatedly do." . -= 



poem he has been working on for 20 years, tempt to provide interestingstage affects. 



Carole reports 



Continued from Page 5 

Antioch Library for people to 
put in what they can't use 
and take out what they can. 
Antioch' s grocery stores 



proximately 10 percent, of 
; their shopping trip costs, 
just by using coupons. 

That certainly seems wor- 
thwhile, as it would cover the 



are paying their customers a taxes on the purchases, plus 



estimated $2,300 per week 
for their coupons. There is no 
way to findout how many of 
these customers "are" taking 
advantage of refund offers. 

Mrs. Eisen estimates that 
a shopper can. save ap- 



5 percent discount 

Anybody who would like to 
know more about how they 
can trim their bill-at the- 
supermarket can contact 
Mrs. Sheila Eisen at 395- 
1912. 
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STARTS FRIDAY 
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Dead And 




James Farentino' 



KENOSHA COUNTY 
SPEEDWAY J 

WUmbt, Wisconsin 

1/3-Mile, Cloy Action Track 

EVERY SATURDAY NIGHT 




■rrocKCAH 




N 



= Late Model Sportsman. 

w Super Modified ! 
Spectator m Modified 



tbebted 3'Miles From Illinois- — Wisconsin State Line— .ExiH-94^ 
^Ai yViscqnsinHighway "C^West To j/Vilmol^ 

: GateVopen 6:00 .^.AA. * "Time Trials 6:30 p.m. 
First Race 7:30 p.ml 
Track Weather Phone 414-862-2446 
WILMOT FAIR Frida y Racing 

Sat.,- June 6 4 Sun., June 7 |:T r BegmJuiie 12 

- 9d.m;to5p.m. 




I 
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Appearing For One Night Only 
FRIDAY, JUNE 5 

For Your Listening & Dancing Pleasure 




CICU CI 

ru3>tnl In 

Every Friday Evening 

X-vv"*:-:-:-:-.-::: •.'>■■.-;■:■ <^--: .:-.■■•■ :-•<•:••■ •:••>., 



Banquet Facilities Available 
25 to 750 Guests 

for Alt Occasions ~ n' 

. RETIREMENTS • REUNIONS • FASHION SHOWS 
• - DANCES • PROMS • SHOWERS •■WEDDINGS 



■ , '-£« 




'.<' ''■<:• ;V>y.:' : '" '; ; " :'*. : 



For Reservations and Irrf ormation Call 
(815)678*2671 

Vi Mile N. af Rte. 173 on U.Sv ] 2 
Richmond, III. 



^ 
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ANTIOCH NE WS CL ASSIFIED APS 

. .Reaching Your Best Customers — Your Friends & Neighbors 



RATES: First 1 5 Words $1 .65 

Additional Words 15* Each 

Ad Will Run 1 Week 



Ad Deadline: 
Friday, 5 P.M. 



Antioch News Office 
952 Main Street, Antioch, Illinois 60002 

(312)395-8700 
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Homes For Sole 



DESIRABLE HOMESITE in 

Cherri-Vista; 1 .1 acres, 220 
ft. frontage, mound 
system. (414)552-7405. 
_ A4-23-2 — 



m 



Instruction A. 
Education 



TUTORING for the Sum- 
mer. Math and Reading. 
(312)356-5066. 

— A22-23-2 



II 



Help Wonted 
Male or Female 



II 



Help Wanted 
Mate or Female 



D 




M 



21 



Michael Warren 
(^Associates 



Real Estate Sales 
and Investments 



REAL ESTATE 



;II2-;195-59I«I 
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Notices 



■imiiiiiimimiiimmiiiiniiiM 

HERB'S USED 
I AUTO PARTS. INC. = 

=j Rte. 83 & Wall Street j 

(anon tnduttrlat Park) 

=- Lake Villa, Illinois 
(312)395-9300 

S Lite Hodsl Atto PvtsAniUle = 

■iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii 
•!••••••••< 

• WE BUY- 
I HOUSES FOR 

• ^AU CASH 

• (312)587-8234 



H 



Swap & 
Exchange 



1 



SWAP & EXCHANGE. 

Need carpenter work 
done, in exchange for ren- 
ting 2 bedroom house, plus 
some ground main- 
tenance. Call between 8:00 
and 9:30 p.m. (312) 395- 
2329. 

A54-TF-6 



DESIGN-LAYOUT ARTIST 

Our company has an immediate 
opening in its expanding advertising 
department for a newspaper advertising 
design-layout artist. Must be capable of 
rapid processing of shop mechanicals 
and producin g cpjnpeliingj-fresh—spec— 
layouts for demanding customers in a 
competitive market. This - is an entry 
level position. Willing. to train inexper- 
ienced person with potential. Full time. 
Benefits include profit sharing. Salary 
commensurate with ability, and experi-. 
ence :-;=, 

Call Joyce Peterson 
Display Advertising Manager i 



LAKELAND NEWSPAPERS 

"All The News-And A Whole Lot More!" 
(312)223-8161 
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Miscellaneous 



J 



2Uiiiiiiiiiiiii]miitimiiiniMii£ 

l| 1 BUDGET RENT A 1 
lt| |CAR 0FAHTI0CH=| 

§= r; I at John TeresL 1 
1 Chevrolet^ 1 

| RESERVATIONS | 

jg | (312) 395-3605 | 

| *$14 A Day. | 

1 % 14'A Mile | 

iimiiimiiiiiiiiiiiimiiiiiiimiri 



RAINBOW VACUUM 

cleaner with attachments. 
Take over payments, pay 
off balance. (312) 481- 
6602. 
1— A-55-24-7 



Motorcycles 
& Motorbikes 



) 



1979 YAMAHA. YZ125, 
(312)234-2056. 

^_^_A82-23-4 — 

1976 HONDA, XR75, (312) 
234-2056. 

A82-23-5 ■ 



Boats & Motors 



D 



C 



Mobile Homes 
RV's 4 Trailers 



) 



17FT. SEA 'RAY> with 1978 
115 H.P. Mercury outboard 
with power trim E-Z Loader 
trailer. Mooring cover, 
mint condition. Price 
$5495. Call (312) 235-8411. 
A50-23-2 - - ,- 




HOUSE OF HARMONY 

Mobile Home, 14 x 68, 
■fireplace, central air, 
stove, refrigerator, dish- 
washer, washer and dryer. 
Quiet adult park. ' (414) 
857-2085. 



• Machinists 

Experienced 

Turret, Auto-Multi-Spindle 
^"Set Up & Operate 
• Metal Polishers 
• Inspectors 

Permanent Jobs 

Good Wages - Benefits 

Apply In Person 



G&H 




5718 52nd Street 
Kenosha, Wisconsin 





rftnv-boy or girl attending G^oe 

ScLl* Junior M . « '** 
Schoolmay advertise FRtt. 

Ad may offer sen/ices to beper- 

formedbyaboyorgnl 

ie- runs errands, babysitting 

mow lawns, walking dogs. ; 



& 



less. Ads must be written 

on a sheet of paper along with 

your name, address, phone & 

Sorry, no' phone calls accepted 
for Student Want Ads. 
be taken to the Antu 
office no later than Fr 

at 5 p.m. or mailed t 

News, 952 Mam St. 










Autos For Sole 



j 



1973 COMMANDO JEEP. 

Removable Roof, 60,000 
miles, asking $\20Q. (312) 
234-4483. 
■ A90-23-4 



— T— A83-23-1- 



BUSINESS 
& SERVICE 

DIRECTORY 




C 



Help Wanted 
Male or Female 



K 



Help Wanted 

Male or Female 



j 



Auto 

-830 Main StreeU 
Ahtioch, Illinois 

(312)395-9845 

• Brakes • Tuneups 
• Exhaust • Tire Repairs 
„ • Balancing 

Work Expertly Done 
& Guaranteed = 

SPECIAlP 

'. June Qiscbuitt- 
Eiectronic Ignition Tuneup 

B Winder- $45"^ 
=? 6 Cylinder — $35°° 
— 4 Cylinder — $25~— 

i Parts and Labor Included 



Please Patronize 

These 

Businesses. 

They Care About 
You And Wait 



Your Business. 



• MfJlOtR nUVQ. «6HCY 

-•— = 425 Lako StrSSI 

• Antioch, Illinois 

(312)3934665 

• litWoiMh 

6 I - Our Back Yard 






■>vn 




1 ANTIOCH REPAIR SERVICE ' 

Dan Adams, Owner 

£ Complete Auto Radiator 
Service 

it Heliarc Welding 
Aluminum & Stainless 

£ Complete Line of 
.. Welding Supplies 
" 6 Structural & Misc. 

'. Steel Sales- 

40854 North RteT-83 
^■Antioch, 111.^* - 

(Located at south end o l 
* • Floral Acres) ==* 
(312)395-0072 



PRODUCTION CONTROL 

Planner/Scheduler 
3 To 5 Years Experience 
Manual or E.D.P. Systems 



Salary commensurate with qualifications 
Good opportunity with growing 40 year 
company 




G&H 

5718 52nd St.Kendsha, Wis 

Equal opportunity Employer 
Labor Dispute tn Progress 



. — LEGAL- 
ST ATE OF ILLINOIS 

COUNTY OF LAKE, ss 
IN THE CIRCUIT COURT 
FOR THE NINETEENTH 
JUDICIAL CIRCUIT. LAKE 
COUNTY , ILLINOIS 
.In "the Matter '..of - the 
Pefirto-ri of Michael Thomas 
Martin, for CHANGE OF 
NAME. . 

NOTICE OF=; 

PUBLICATION . 

- Public notice ^hereby 

given that on June*30th, 

1981, being one of the 

return' days In the Circuit 



Courl ot I he County of 
.Lake*. I will file my Petition 
in said Court praying for 
the_ change of my name 
from Michael Thomas Mar- 
.' tin to that, of Michael 
Thomas Hesselink, 'pur- . 
suanLto the Statute in surh 
C lemdde and Provided. 



Dated at Antioch News, 
Illinois, May 18, 25, June 1, 
1981. jf~ 

LaurelleC. Hesselink, 

^r-Mother 

May 18, 25, June 1,1 981 

58l'C-162-ANews 



. —LEGAL- 
PUBLIC NOTICE - 
Notice of Filing 

NORTHERN ILLINOIS 
GAS COMPANY hereby 
gives notice to the public 
that it has filed with the 
.Illinois Commerce Com- 
mission on May 26, 1981, 
testimony and exhibits for 
consolidated Dockets 78- 
0388, 80-0203, and 81-0130, 
setting forth a recon- 
ciliation of the Company's 
POrchased Gas Adjustment 
(PGA) revenues with ac- 
tual gas costs. = 7=^ 

Further information with 
respect thereto may be ob- 
tained either directly from 
this Company or by ad- 
dressing the Secretary of 
the Illinois Commerce 
Commission at Springfield, 
Illinois 62706. 

A copy of the filing may 
be inspected by any in- 
terested party at any 
-business — offlce-^pf- this 
Company. 

NORTHERN ILLINOIS 

GAS COMPANY 

J. M. Quigley 

Senior Vice President 

and Secretary' 

June 1,6, 1981 

(681A-108-ANEWS) 



—LEGAL — 
COUNTY ZONING 
NOTICE 
STATE OF ILLINOIS 
COUNTY OF LAKE, ss 
No. 2589 

TO WHOM IT MAY CON- 
CERN: ". 

. PUBLIC NOTICE is herehy 
given-to all persons in the 
Town of Antioch Township, 
Lake County, Illinois, that 
■a public hearing will be 
held"on Friday, June 19, 
1981. _at 1:30 P.M.. in the 
Antioch Township Hall, 99 
Highway- 173, Antioch. IL 



60002 relative to a 
proposal to vary the terms 
ot the Lake County Zoning 
Ordinance or to reclassify' 
by amendment • thereto, 
■from the Suburban 
Residential (SR) to Com- 
munity Business (CB) for 
the purpose . of con- 
structing commercial 
buildings for the purpose 
of retail sales on- the 
following described real 
estate, to-wit: 

Lots 5, 6, 7, 8, 9, 10, 11, 
12, 13 an,d 14 in Sunny 
Acres Unit No. 2, being a 
Subdivision in the North 
half of Section 20, Town-, 
ship 46 North, Range! 0, 
East of the 3rd P.M., in 
Lake County, Illinois. 

Property located on the 
west .side of Route 83, 
two miles South of An- 
tioch, Illinois, ap- 
proximately one~ block 
South of Lake^Shore 
Drive directly ^across 
from West Loon Lake. 



As a result of^ the 
petition of The First 
National Bank of 
Waukegan as Trustee un- 
der Trust No. 1234 and 
Richard Curtis which 
petition is on file and 
available for examination 
in the office of the Lake 
County Zoning Board of 
Appeals, County Ad-, 
ministration . Building, 
Waukegan, Illinois^ - 

All persons interested 
are invited to attend said 
hearing and be heard. 

Lake County Zoning 

,- _. Board of Appeals 

- ' "Joseph E. Hammer, 

Chairman 

; Dated at Waukegan, 

Illinois, this 22n d -d ay -ot- 

Mov. 1981. 

June 1, 1981 
681A-102-ANews 
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invites you to a FREE 




TENNIS 

& RACQUETBALL 

SCHOOL 

at the North Metros TOTAL RecreatipnaLFacility 





I ln 
Waukegan 



Iff 



wxic 

W040C4$ri 



FREE 

OPEN HOUSE 

AND 

TOURS! 






?@&. 
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TBtttt* 
F\lNVS\ 




SV\0>N" 



TENNIS & 

"ACQUfTBAU 

EXHIBITIONS i 



GRAND 

PRIZE 

LIFETIME 

MEMBERSHIP! 



ii 



iy 



« 

June 6 

8 AM. to 6 P.M. 




£1 V ■ -\ \ \ -VX > : - ? '- ^v X 4 
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If you always WANTED to try Tennis and Racquetball but never got it together, DO IT NOW. 
WXLC and Oakwood Racquet Club invite you to call and.. make a reservation for a lesson 
and playing time. We'll TEACH you! Do it now ... trre earlier the better . . . because we're, 
limited to just 920 lessons. Call now - get the best times. You'll geta^free group lesson" 
from one_of Oakwood's Pros, and you'll get free court time. Plan to Play, and Learn early 
and stay the whole day. Oakwood is planning films and exhibitions all day long, the WXLC 
'Travelin' Radio Show" will be broadcasting live during the day, and you can register to 
win valuable prizes (You don't have to spend a penny. all day). Oakwood will have an ex- 
citing day planned for you . . . so, get a friend and call Oakwood how for 'YOUR first lesson 
and playing time in Tennis and Racquetball. And, be sure to listen to WXlC'(FM 102.3) for. 
complete details, (Tennis shoes are^quired. 24 racquets will |be available yt 
$2.00 rental.) - - -d \ 




338-7444 



. , .to reserve your 
FREE lesson & court tirfieJ 



(Sponsored By Oakwood Racquet 




